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Norwich Cathedral dates from the year 1096 
when the foundations were laid by Bishop Herbert <1e 
Losinga, alterations, additions and improvements being 
made at various dates to 1472. The total length of 
the building is 407 feet, the Nave measuring 250 feet 
long, the second longest in England. The lofty spire 
reaches a height of 315 feet. 
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* By Appointment. 

Norwich Cathedral dates from the year 1006 
when the foundations were laid by Bishop Herbert <te 
* Losinga, alterations, additions and improvements being 
made at various dates to 1472. The total length of 
the building is 407 feet, the Nave measuring 250 feet 
long, the second longest in England. The lofty spire 
reaches a height of 815 feet. 
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